Brief comment text:

As a user of 915 MHz band, I oppose the reallocation or reconfiguration of the 902-928 MHz range. The devices that operate on frequency will be negatively impacted by this change, which will, at best, have already underpowered performance limited further and at worst become completely useless. 

As someone who relies on this band for communication in disasters, I cannot afford to have this band limited any further. 
